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In addition to the benefits granted to members and spouses each month, the Secretary will also be 
presenting, for informational purposes only, items of interest that may affect our members. Questions 
regarding any member’s specific situation should be addressed directly to the Fund Office. 

MONTHLY NEWS AND INFORMATION FROM YOUR RETIREMENT BOARD 

FABF Trustee Tom Cody’s Retirement 

On behalf of the entire Board of Trustees, I would like to warmly congratulate Battalion Chief 
Tom Cody on his retirement from the Chicago Fire Department and thank him for his service 
and leadership during his tenure as a Trustee of the FABF. 

Please find the resolution below, that was passed by the FABF Board of the Trustees at the 
December 19, 2018 meeting, honoring Battalion Chief Tom Cody’s contributions to the Fund. 


THE FIREMEN’S ANNUITY AND BENEFIT FUND 
OF CHICAGO RESOLUTION HONORING THOMAS CODY 

WHEREAS, with heavy hearts at having to say goodbye, tempered by gratitude for the 
dedicated and generous public service of a valued colleague, the Firemen’s Annuity and 
Benefit Fund of Chicago (“Fund”), its Board of Trustees (“Trustees”) and Staff wish to thank 
Thomas Cody for his service as a Trustee of the Fund; and 

WHEREAS, Thomas Cody entered the Chicago Fire Department in November, 1988, where 
ultimately, he advanced through the ranks to his current rank of Battalion Chief; and 

WHEREAS, Thomas Cody was elected as an Active Firefighter Trustee to the Firemen’s 
Annuity and Benefit Fund of Chicago in December, 2017; and 

WHEREAS, Thomas Cody, as a trustee of the Fund served faithfully and diligently in many 
capacities, including serving on the Fund’s Legal Committee, the Fund’s Investment 
Committee and the Fund’s Budget Committee, where he served as Chainnan, where he 
faithfully executed his duties as a trustee and a leader of the Fund; and 

WHEREAS, Thomas Cody, throughout his tenure as a trustee of the Fund, dedicated his focus 
and efforts to implementing Fund policies and procedures to enable the Board to effectively 
and efficiently administer the Fund on behalf of Fund participants and beneficiaries; and 



WHEREAS, while we will miss our friend and colleague, we take comfort in knowing that 
Thomas Cody and his family will enjoy happiness and success in his future endeavors; now 
therefore, 

BE IT RESOLVED, on this 19 th day of December, 2018, the Trustees, Staff and all Active and 
Annuitant members of the Firemen’s Annuity and Benefit Fund of Chicago wish to honor and 
thank Thomas Cody for his unwavering dedication to the Fund and its participants. We will 
miss his knowledge, his professionalism and his uncompromising dedication to the Fund and its 
participants. 

BE IT FURTHER RESOLVED, in order that all may know of the esteem and honor in which 
this Fund, its Trustees, Staff and participants hold Thomas Cody, that this Resolution be 
entered on the permanent record of this Fund and that a copy of this Resolution be suitably 
engraved and presented to Thomas Cody as a token of our respect and gratitude for his valued 
service to the Fund, and its Trustees, Staff and Participants. 


Fund Secretary, 

Captain Anthony Martin 


REQUIRED DISCLAIMER 

The information set forth herein is believed to be reliable but is not guaranteed as to accuracy or completeness by, and is not to be construed as a 
representation of the Firemen’s Annuity & Benefit Fund of Chicago, the Retirement Board (the ‘Board”) or any member of the Board except the 
Secretary. The information and expressions of opinion contained herein are subject to change without notice. All expressions of opinion, whether or 
not expressly so stated, are intended merely as such and not as representations offact. Financial information contained in this newsletter is as of a 
certain date, is unaudited and should not be relied on. 
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* PLEASE POST * * PLEASE POST * * PLEASE POST * * PLEASE POST * 

To All Members: 

Listed below are the names of individuals who have applied for a 75% Duty Disability benefit from the Pension 
Board. Their applications will be presented before this Board at the 01/25/2019 meeting. 


Rank, Name, Assignment: 

FF ROBERT A STEPANEK, TRUCK 51 


Date of Injury: 
12/08/2017 


Please contact the Pension Fund's Secretary, in writing, using the attached form, if you have any information 
could assist the Board in its investigation of whether or not it should grant a 75% disability benefit to any of the 
above individuals. 

The Board can subpoena witnesses (Illinois Revised Statutes, Article 6-189) and compel them to attend and 
before it upon any matter concerning the Fund. Your cooperation will help maintain the integrity of this Fund. 

Anthony Martin 
Secretary 


NAME_ADDRESS_ 

PHONE_COMPANY ASSIGNMENT 

NAME OF APPLICANT_ 

NAME(S) OF WITNESS(ES)_ 

FORWARD TO: Secretary 

Firemen's Annuity & Benefit Fund 
20 South Clark Street, Suite 1400 
Chicago, IL 60603 
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MINIMUM FORMULA ANNUITIES: 

012264 JOHN E ABRAMSKI, AMBULANCE COMMANDER, AMBULANCE 26 

EntCFD: 03/03/1980 $8,285.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Maximum Salary 

$248.57 annuity increment, 3%, begins 12/01/2019 

• COLLECT $138.84 FOR 2003 EID 

• REFUND $60.93 FOR 2006 EID 

013640 BRADLEY KAIKENS, EMT CAPTAIN, ENGINE 49 

EntCFD: 11/01/1988 $8,579.07 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$257.37 annuity increment, 3%, begins 12/01/2019 

• REFUND $49,678.25 FOR SPOUSE CONTRIBUTIONS 

014617 CHARLES L ANNIS, FIREFIGHTER, ENGINE 10 

EntCFD: 07/18/1994 $4,986.05 beginning 11/04/2018 

Retired: 11/04/2018 based on 62.5% of Final Average Salary 

$149.58 annuity increment, 3%, begins 12/01/2019 

• REFUND $34,812.11 FOR SPOUSE CONTRIBUTIONS 

013107 LORENZO A AYALA, EMT FIRE ENGINEER, ENGINE 46 

EntCFD: 11/01/1986 $6,804.10 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$204.12 annuity increment, 3%, begins 12/01/2019 

• COLLECT $40.13 FOR 2003 EID 

• REFUND $161.06 FOR 2002,2006,2011 & 2018 EID 

• REFUND $48,955.96 FOR SPOUSE CONTRIBUTIONS 

013838 ANTHONY BARABAS, FIREFIGHTER, ENGINE 81 

EntCFD: 11/01/1989 $6,212.16 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $41,871.68 FOR SPOUSE CONTRIBUTIONS 

013496 TERRY A BELLUOMINI, FIREFIGHTER, TRUCK 52 

EntCFD: 05/02/1988 $6,212.16 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $64.74 FOR 2006 & 2018 EID 

012067 TIMOTHY A BIEL, EMT FIREFIGHTER, LOGISTICS 

EntCFD: 02/01/1982 $6,573.21 beginning 11/14/2018 

Retired: 11/14/2018 based on 75% of Final Average Salary 

$197.20 annuity increment, 3%, begins 12/01/2019 

014433 SCOTT E BIRMINGHAM, PARAMEDIC IN CHARGE, AMBULANCE 12, Ordinary Disability since 10/31/2015. 
EntCFD: 11/18/1991 $6,100.12 beginning 12/17/2018 

Retired: 12/17/2018 based on 70% of Final Average Salary 

$91.50 annuity increment, 1.5%, begins 01/01/2029 
last one on 01/01/2048 

• REFUND $41,311.28 FOR SPOUSE CONTRIBUTIONS 
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MINIMUM FORMULA ANNUITIES: 

011803 KEITH C BOZENDA, EMT BATTALION CHIEF, BATTALION 18 

EntCFD: 02/20/1980 $9,308.54 beginning 11/30/2018 

Retired: 11/30/2018 based on 76% of Final Average Salary 

$279.26 annuity increment, 3%, begins 12/01/2019 

• REFUND $66,246.03 FOR SPOUSE CONTRIBUTIONS 

014335 MAUREEN A BRACKEN, EMT FIRE ENGINEER, ENGINE 49 

EntCFD: 10/01/1991 $4,829.09 beginning 11/15/2018 

Retired: 11/15/2018 based on 55% of Final Average Salary 

$144.87 annuity increment, 3%, begins 12/01/2019 

• COLLECT $207.22 FOR 1993 EID 

• REFUND $93.15 FOR 2003 & 2006 EID 

• REFUND $31,346.32 FOR SPOUSE CONTRIBUTIONS 

013592 JOHN BRENNAN, EMT BATTALION CHIEF, BATALLION 15 

EntCFD: 07/18/1988 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• REFUND $100.30 FOR 2006 EID 

013213 TIMOTHY J BROWN, CAPTAIN, TRUCK 27 

EntCFD: 02/17/1987 $7,889.91 beginning 11/13/2018 

Retired: 11/13/2018 based on 75% of Final Average Salary 

$236.70 annuity increment, 3%, begins 12/01/2019 

• REFUND $51,384.66 FOR SPOUSE CONTRIBUTIONS 

013214 TIMOTHY S BROWN, FIREFIGHTER, ENGINE 92 

EntCFD: 02/17/1987 $6,212.16 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $97.29 FOR 2006 & 2018 EID 

• REFUND $45,674.66 FOR SPOUSE CONTRIBUTIONS 

012315 ANTONIO CALVILLO, PARAMEDIC FIELD CHIEF, FIELD DIVISION SOUTH 4-4-12 
EntCFD: 10/18/1982 $8,893.51 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$266.81 annuity increment, 3%, begins 12/01/2019 

• COLLECT $138.84 FOR 2003 EID 

• REFUND $9,524.24 FOR 2012-2018 EID 

014821 KEITH R CARLSON, FIREFIGHTER, TRUCK 53 
EntCFD: 10/16/1995 $4,748.38 

Retired: 11/28/2018 

$142.45 

• REFUND $94.04 FOR 2006 & 2018 EID 

015346 ROBERT A CARLSON, FIRE ENGINEER, ENGINE 30 

EntCFD: 10/01/1997 $4,605.38 beginning 11/04/2018 

Retired: 11/04/2018 based on 55% of Final Average Salary 

$138.16 annuity increment, 3%, begins 12/01/2019 

• REFUND $31,266.35 FOR SPOUSE CONTRIBUTIONS 


beginning 11/28/2018 

based on 60% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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MINIMUM FORMULA ANNUITIES: 

013856 LOUIS R CHORNE, FIREFIGHTER, TOWER LADDER 5 

EntCFD: 11/01/1989 $6,212.16 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

013652 THOMAS J CODY, EMT BATTALION CHIEF, CITY WIDE RELIEF 

EntCFD: 11/01/1988 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• REFUND $73.15 FOR 2006 & 2018 EID 

012940 LARRY COMMINGS, LIEUTENANT, FIRE PREVENT WEST 

EntCFD: 07/16/1986 $6,610.01 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$198.30 annuity increment, 3%, begins 12/01/2019 

• REFUND $46,848.18 FOR SPOUSE CONTRIBUTIONS 

013580 EDWARD S CORTES, LIEUTENANT, ENGINE 7 
EntCFD: 05/02/1988 $7,286.22 

Retired: 11/30/2018 

$218.59 

• REFUND $57.17 FOR 2006 & 2018 EID 

013230 JOHN R CRAIG, EMT FIRE ENGINEER, ENGINE 11 

EntCFD: 02/17/1987 $6,794.87 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$203.85 annuity increment, 3%, begins 12/01/2019 

• REFUND $113.07 FOR 2006 & 2018 EID 

015085 KEVIN CRAWFORD, LIEUTENANT, TOWER LADDER 63 

EntCFD: 10/01/1996 $5,343.08 beginning 11/23/2018 

Retired: 11/23/2018 based on 57.5% of Final Average Salary 

$160.29 annuity increment, 3%, begins 12/01/2019 

• REFUND $53.86 FOR 2006 EID 

014626 EDWARD H CRAYTON, EMT FIRE ENGINEER, ENGINE 26 

EntCFD: 07/18/1994 $5,673.94 beginning 11/30/2018 

Retired: 11/30/2018 based on 62.5% of Final Average Salary 

$170.22 annuity increment, 3%, begins 12/01/2019 

• REFUND $53.66 FOR 2006 & 2018 EID 

• REFUND $37,841.43 FOR SPOUSE CONTRIBUTIONS 

012944 DANIEL A CUNNINGHAM, EMT BATTALION CHIEF, DISTRICT 4 

EntCFD: 07/16/1986 $9,416.63 beginning 11/19/2018 

Retired: 11/19/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• COLLECT $127.99 FOR 2014 EID 

• REFUND $9,026.02 FOR 2006 & 2013 - 2018 EID 


beginning 11/30/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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MINIMUM FORMULA ANNUITIES: 

014781 NANCY A DAVILA, PARAMEDIC IN CHARGE, AMBULANCE 18 

EntCFD: 03/16/1995 $5,134.19 beginning 11/04/2018 

Retired: 11/04/2018 based on 60% of Final Average Salary 

$154.03 annuity increment, 3%, begins 12/01/2019 

• REFUND $34,904.98 FOR SPOUSE CONTRIBUTIONS 

014072 AARON T DEAR, FIREFIGHTER, TRUCK 42 

EntCFD: 05/01/1990 $5,982.62 beginning 11/30/2018 

Retired: 11/30/2018 based on 72.5% of Final Average Salary 

$179.48 annuity increment, 3%, begins 12/01/2019 

013659 CARLOS J DELGADO, EMT CAPTAIN, ENGINE 57 

EntCFD: 11/01/1988 $8,634.91 beginning 11/26/2018 

Retired: 11/26/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

013870 GREGORY DOMEL, EMT LIEUTENANT, ENGINE 74 

EntCFD: 11/01/1989 $7,713.87 beginning 11/20/2018 

Retired: 11/20/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

011152 WILLIAM DOUGHERTY, EMT CAPTAIN, TRUCK 20 

EntCFD: 08/16/1977 $8,774.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Maximum Salary 

$263.24 annuity increment, 3%, begins 12/01/2019 

• REFUND $74.47 FOR 2006 & 2018 EID 

013872 CHRISTOPHER D DROZD, FIREFIGHTER, TOWER 54 

EntCFD: 11/01/1989 $6,212.16 beginning 11/04/2018 

Retired: 11/04/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $41,713.76 FOR SPOUSE CONTRIBUTIONS 

015467 ALAN K DUCKMANN, FIREFIGHTER, HEADQUARTERS 

EntCFD: 02/02/1998 $4,060.29 beginning 11/30/2018 

Retired: 11/30/2018 based on 52.5% of Final Average Salary 

$121.81 annuity increment, 3%, begins 12/01/2019 

• COLLECT $161.31 FOR 2014 EID 

• REFUND $271.59 FOR 2005 & 2006 EID 

013510 PETER M ECK, EMT CAPTAIN, TRUCK 38 

EntCFD: 05/02/1988 $8,634.91 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

012090 RICHARD A EDGEWORTH, EMT BATTALION CHIEF, FIRE PREVENTION BUREAU 
EntCFD: 02/04/1982 $9,398.81 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$281.96 annuity increment, 3%, begins 12/01/2019 

• COLLECT $821.85 FOR 1989-1995 EID 

• REFUND $37,229.85 FOR 2006-2018 EID 
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MINIMUM FORMULA ANNUITIES: 

013759 RONALD L ELLINGSEN, EMT CAPTAIN, ENGINE 11 

EntCFD: 12/01/1988 $8,579.07 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$257.37 annuity increment, 3%, begins 12/01/2019 

• REFUND $62.54 FOR 2006 & 2018 EID 

015194 SHARI G ENHELDER, PARAMEDIC, AMBULANCE 59 

EntCFD: 11/01/1996 $4,506.24 beginning 11/30/2018 

Retired: 11/30/2018 based on 57.5% of Final Average Salary 

$135.19 annuity increment, 3%, begins 12/01/2019 

012376 JOHN P ENRIGHT, EMT CAPTAIN, ENGINE 96 

EntCFD: 07/01/1983 $8,762.88 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$262.89 annuity increment, 3%, begins 12/01/2019 

• REFUND $70.37 FOR 2006 & 2018 EID 

• REFUND $60,570.50 FOR SPOUSE CONTRIBUTIONS 

013513 JOSEPH S ESTKA, EMT FIRE ENGINEER, 5TH DISTRICT RELIEF 

EntCFD: 05/02/1988 $6,999.94 beginning 11/14/2018 

Retired: 11/14/2018 based on 75% of Final Average Salary 

$210.00 annuity increment, 3%, begins 12/01/2019 

• COLLECT $53.78 FOR 2003 

• REFUND $914.19 FOR 2004 & 2006 EID 

015181 PAUL W FLEETWOOD, PARAMEDIC, AMBULANCE 20 

EntCFD: 11/01/1996 $4,506.24 beginning 11/07/2018 

Retired: 11/07/2018 based on 57.5% of Final Average Salary 

$67.59 annuity increment, 1.5%, begins 02/01/2028 
last one on 01/01/2047 

013879 CARMELO FLORES JR, EMT FIREFIGHTER, ENGINE 112 

EntCFD: 11/01/1989 $6,573.21 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$197.20 annuity increment, 3%, begins 12/01/2019 

• REFUND $112.12 FOR 2006 & 2018 EID 

012833 JOHN R FLORINE, EMT LIEUTENANT, ENGINE 44 

EntCFD: 02/16/1985 $7,783.06 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$233.49 annuity increment, 3%, begins 12/01/2019 

• REFUND $80.06 FOR 2006 & 2018 EID 

012958 PAUL T FOERTSCH, BATTALION CHIEF, BATALLION 16 

EntCFD: 07/16/1986 $8,875.70 beginning 11/22/2018 

Retired: 11/22/2018 based on 75% of Final Average Salary 

$266.27 annuity increment, 3%, begins 12/01/2019 

• REFUND $14,301.11 FOR 2006, 2012-2017 EID 
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MINIMUM FORMULA ANNUITIES: 


013517 MICHAEL D FROST, FIREFIGHTER, ENGINE 54 

EntCFD: 05/02/1988 $6,212.16 beginning 11/02/2018 

Retired: 11/02/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $43,814.08 FOR SPOUSE CONTRIBUTIONS 

012407 LEONARD B GILBERT, PARAMEDIC IN CHARGE, AMBULANCE 16 

EntCFD: 08/17/1981 $6,614.92 beginning 11/26/2018 

Retired: 11/26/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

013881 DONALD J GILLEN, FIREFIGHTER, TOWER LADDER 54 

EntCFD: 11/01/1989 $6,212.16 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

013355 PAUL L GOODMAN, EMT FIRE ENGINEER, ENGINE 124 

EntCFD: 03/03/1987 $7,128.13 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$213.84 annuity increment, 3%, begins 12/01/2019 

013581 DAVID AGORZYCKI, EMT CAPTAIN, TRUCK 42 
EntCFD: 05/02/1988 $8,420.15 

Retired: 11/30/2018 

$252.60 

• REFUND $60.06 FOR 2006 & 2018 EID 

013669 MARION T GRAY, FIRE ENGINEER, ENGINE 104 

EntCFD: 11/01/1988 $6,614.92 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

• REFUND $43,731.75 FOR SPOUSE CONTRIBUTIONS 

011270 CESAR GUZMAN, FIRE ENGINEER, ENGINE 91 

EntCFD: 02/18/1980 $6,614.92 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

013093 DAVID L HALLMAN, EMT FIRE ENGINEER, ENGINE 11 

EntCFD: 11/01/1986 $7,086.88 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$212.61 annuity increment, 3%, begins 12/01/2019 

• REFUND $255.36 FOR 2006, 2009 & 2018 EID 

012429 JOHN D HARDING, PARAMEDIC FIELD CHIEF, 4-5-2 

EntCFD: 01/17/1978 $9,035.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Maximum Salary 

$271.07 annuity increment, 3%, begins 12/01/2019 


beginning 11/30/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 


• REFUND $75.05 FOR 2006 & 2018 EID 
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MINIMUM FORMULA ANNUITIES: 

013095 ARTHUR V HARRIS, EMT FIREFIGHTER, OFI MAIN 

EntCFD: 11/01/1986 $6,573.21 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$197.20 annuity increment, 3%, begins 12/01/2019 

014358 WILLIAM J HAVRANEK, EMT FIRE ENGINEER, ENGINE 119 

EntCFD: 10/01/1991 $6,452.92 beginning 11/28/2018 

Retired: 11/28/2018 based on 70% of Final Average Salary 

$193.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $146.43 FOR 2000, 2006 & 2018 EID 

012973 LAWRENCE A HAYNES, FIREFIGHTER, ENGINE 80 

EntCFD: 07/16/1986 $6,205.79 beginning 10/08/2018 

Retired: 10/08/2018 based on 75% of Final Average Salary 

$186.17 annuity increment, 3%, begins 11/01/2019 

• COLLECT $117.77 FOR 1990 & 2018 EID 

• REFUND $749.00 FOR '96,'97,'01,'02,'06,'07,'11,12 EID 

• REFUND $44,933.56 FOR SPOUSE CONTRIBUTIONS 

014086 THOMAS M HEALY, EMT LIEUTENANT, ENGINE 73 

EntCFD: 05/01/1990 $7,433.68 beginning 11/26/2018 

Retired: 11/26/2018 based on 72.5% of Final Average Salary 

$223.01 annuity increment, 3%, begins 12/01/2019 

011159 GEORGE R HEALY JR, EMT BATTALION CHIEF, BATTALION 6 

EntCFD: 02/16/1980 $9,542.18 beginning 11/19/2018 

Retired: 11/19/2018 based on 76% of Final Average Salary 

$286.27 annuity increment, 3%, begins 12/01/2019 

• COLLECT $120.04 FOR 1982 & 1983 EID 

• REFUND $2,001.17 FOR 2005,2006,2015 & 2016 EID 

• REFUND $68,728.74 FOR SPOUSE CONTRIBUTIONS 

012873 KEVIN M HELMOLD, LIEUTENANT PARAMEDIC, ENGINE 50 

EntCFD: 07/16/1986 $7,796.47 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$233.89 annuity increment, 3%, begins 12/01/2019 

013674 GEORGE HIDALGO, FIREFIGHTER, TRUCK 13 

EntCFD: 11/01/1988 $6,212.16 beginning 11/08/2018 

Retired: 11/08/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

013103 MICHAEL S HORIST, EMT LIEUTENANT, TRUCK 47 

EntCFD: 11/01/1986 $7,713.87 beginning 11/06/2018 

Retired: 11/06/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

• REFUND $85.50 FOR 1997 & 2006 EID 
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MINIMUM FORMULA ANNUITIES: 


013894 BRYAN E HOWARD, FIREFIGHTER, OHARE RESCUE 1 HAZ-MAT 

EntCFD: 11/01/1989 $6,212.16 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $555.25 FOR 2000,2001 2003,2006 & 2018 EID 

016285 ROBERT G HURST, EMT FIREFIGHTER, ENGINE 81 

EntCFD: 11/01/2002 $3,491.18 beginning 11/10/2018 

Retired: 11/10/2018 based on 44% of Final Average Salary 

$104.74 annuity increment, 3%, begins 12/01/2019 

• REFUND $23,346.74 FOR SPOUSE CONTRIBUTIONS 

012981 ROBERT JACKSON, EMT FIRE ENGINEER, ENGINE 120 

EntCFD: 07/16/1986 $6,999.94 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$210.00 annuity increment, 3%, begins 12/01/2019 

• REFUND $50,593.11 FOR SPOUSE CONTRIBUTIONS 

013437 JOHN J JANIGA, FIREFIGHTER, TRUCK 20 

EntCFD: 08/03/1987 $6,212.16 

Retired: 11/30/2018 

$186.36 

014092 CRAIG A JOHNSON, FIREFIGHTER, LOGISTICS 

EntCFD: 05/01/1990 $5,982.62 beginning 11/30/2018 

Retired: 11/30/2018 based on 72.5% of Final Average Salary 

$179.48 annuity increment, 3%, begins 12/01/2019 

• REFUND $41,153.94 FOR SPOUSE CONTRIBUTIONS 

016036 PAUL JOHNSON, EMT FIRE ENGINEER, RESCUE 6-5-10 

EntCFD: 02/20/2001 $3,994.05 beginning 11/25/2018 

Retired: 11/25/2018 based on 46% of Final Average Salary 

$119.82 annuity increment, 3%, begins 12/01/2019 

013110 LEROY F JONES, FIREFIGHTER, FIRE PREVENTION BUREAU-SOUTH 
EntCFD: 11/01/1986 $6,212.16 beginning 11/19/2018 

Retired: 11/19/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• COLLECT $86.55 FOR 2011 & 2012 EID 

014205 RONALD M JUGOVICH, FIREFIGHTER, DETACHED SERVICES 

EntCFD: 12/03/1990 $5,743.72 beginning 11/25/2018 

Retired: 11/25/2018 based on 70% of Final Average Salary 

$172.31 annuity increment, 3%, begins 12/01/2019 

• REFUND $40,671.98 FOR SPOUSE CONTRIBUTIONS 

011572 EDWARD KEATING, EMT LIEUTENANT, ENGINE 84 

EntCFD: 02/19/1980 $7,838.63 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Maximum Salary 

$235.16 annuity increment, 3%, begins 12/01/2019 

• REFUND $180.49 FOR 2006, 2009 & 2018 EID 


beginning 11/30/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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012878 JOSEPH J KINNERK JR, LIEUTENANT, TRUCK 27 

EntCFD: 07/16/1986 $7,286.22 beginning 11/17/2018 

Retired: 11/17/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $57.61 FOR 2006 & 2014 EID 

012879 WAYNE R KINZIE, LIEUTENANT PARAMEDIC, TRUCK 9 

EntCFD: 07/16/1986 $7,473.89 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$224.22 annuity increment, 3%, begins 12/01/2019 

• REFUND $86.64 FOR 2006, 2014 & 2018 EID 

014369 RONALD G KITOWSKI, EMT CAPTAIN, ENGINE 14 

EntCFD: 10/01/1991 $7,954.37 beginning 11/30/2018 

Retired: 11/30/2018 based on 70% of Final Average Salary 

$238.63 annuity increment, 3%, begins 12/01/2019 

• REFUND $55.44 FOR 2006 & 2018 EID 

013778 KENNETH E KODATT, EMT CAPTAIN, ENGINE 84 

EntCFD: 12/01/1988 $8,634.91 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

• REFUND $78.64 FOR 2006 & 2018 EID 

013780 WILLIAM F KOWAL, EMT CAPTAIN, ENGINE 34 
EntCFD: 12/01/1988 $8,579.07 

Retired: 11/30/2018 

$257.37 

• REFUND $130.98 FOR 2006 & 2018 EID 

013530 DAVID A KOZIOL, EMT LIEUTENANT, RESCUE 6510 

EntCFD: 05/02/1988 $7,713.87 beginning 11/17/2018 

Retired: 11/17/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

014636 JAMES R KULL, FIREFIGHTER, TRUCK 33 

EntCFD: 07/18/1994 $4,986.05 beginning 11/23/2018 

Retired: 11/23/2018 based on 62.5% of Final Average Salary 

$149.58 annuity increment, 3%, begins 12/01/2019 

012988 GREGORY M KURCAB, EMT BATTALION CHIEF, BATTALION 14 

EntCFD: 07/16/1986 $9,416.63 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• COLLECT $404.48 FOR 1999, 2000 & 2006 EID 

• REFUND $756.11 FOR 1999, 2004, 2005 & 2006 EID 


beginning 11/30/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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014313 WILLIAM R LABONTE, FIREFIGHTER/PARAMEDIC, ENGINE 10 

EntCFD: 03/01/1991 $6,205.89 beginning 11/28/2018 

Retired: 11/28/2018 based on 70% of Final Average Salary 

$186.18 annuity increment, 3%, begins 12/01/2019 

• REFUND $80.41 FOR 2018 EID 

• REFUND $41,809.71 FOR SPOUSE CONTRIBUTIONS 

013905 TERRENCE A LEIN, EMT CAPTAIN, TRUCK 17 

EntCFD: 11/01/1989 $8,634.91 beginning 11/27/2018 

Retired: 11/27/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

013114 DANIEL LELAND, EMT CAPTAIN, ENGINE 126 

EntCFD: 11/01/1986 $8,634.91 beginning 11/17/2018 

Retired: 11/17/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

013115 THOMAS J LEONARD, EMT LIEUTENANT, ENGINE 84 

EntCFD: 11/01/1986 $7,713.87 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

• REFUND $56.26 FOR 2006 & 2018 EID 

013907 DON DIEGO R LOMAX, FIREFIGHTER, MIDWAY 

EntCFD: 11/01/1989 $5,480.84 beginning 11/30/2018 

Retired: 11/30/2018 based on 67.5% of Final Average Salary 

$164.43 annuity increment, 3%, begins 10/01/2020 

• REFUND $38,307.39 FOR SPOUSE CONTRIBUTIONS 

014638 RICHARD A LONA, FIREFIGHTER, ENGINE 34 

EntCFD: 07/18/1994 $4,986.05 beginning 11/25/2018 

Retired: 11/25/2018 based on 62.5% of Final Average Salary 

$149.58 annuity increment, 3%, begins 12/01/2019 

014857 JAMES M LOPRESTI, FIREFIGHTER, ENGINE 62 

EntCFD: 10/16/1995 $4,748.38 beginning 11/30/2018 

Retired: 11/30/2018 based on 60% of Final Average Salary 

$142.45 annuity increment, 3%, begins 12/01/2019 

• REFUND $33,053.62 FOR SPOUSE CONTRIBUTIONS 

012524 GLEN P LYMAN, BATTALION CHIEF PARAMEDIC, HEADQUARTERS 
EntCFD: 07/01/1983 $9,636.62 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$289.10 annuity increment, 3%, begins 12/01/2019 

• REFUND $4,609.77 FOR 2006 & 2013-2018 EID 

013121 MICHAEL A MARK, EMT BATTALION CHIEF, BATTALION 8 

EntCFD: 11/01/1986 $9,186.06 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$275.58 annuity increment, 3%, begins 12/01/2019 

• REFUND $63.32 FOR 2006 EID 
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013289 THOMAS M MARLO, LIEUTENANT, TRUCK 53 

EntCFD: 02/17/1987 $7,286.22 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $120.36 FOR 2006 & 2018 EID 

012877 JOAN M MARQUARDT, PARAMEDIC, AMBULANCE 17 

EntCFD: 07/16/1986 $6,212.16 beginning 11/19/2018 

Retired: 11/19/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $351.24 FOR 2006 & 2018 EID 

013686 THOMAS J MCCORMACK, BATTALION CHIEF, BATTLION 17 

EntCFD: 11/01/1988 $8,893.51 beginning 11/27/2018 

Retired: 11/27/2018 based on 75% of Final Average Salary 

$266.81 annuity increment, 3%, begins 12/01/2019 

013687 DANIEL T MCDONAGH, EMT CAPTAIN, ENGINE 35 

EntCFD: 11/01/1988 $8,113.62 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$243.41 annuity increment, 3%, begins 12/01/2019 

• REFUND $79.81 FOR 2006 & 2018 EID 

013916 JOHN W MCGURN, FIREFIGHTER, TRUCK 9 
EntCFD: 11/01/1989 $6,212.16 

Retired: 11/28/2018 

$186.36 

• REFUND $96.95 FOR 2006 & 2018 EID 

014108 EVAN J MECHER, FIREFIGHTER, TOWER LADDER 63 

EntCFD: 05/01/1990 $5,982.62 beginning 11/30/2018 

Retired: 11/30/2018 based on 72.5% of Final Average Salary 

$179.48 annuity increment, 3%, begins 12/01/2019 

015434 ANNA MENCHACA, PARAMEDIC, AMBULANCE 73 

EntCFD: 01/20/1998 $4,064.67 beginning 11/30/2018 

Retired: 11/30/2018 based on 52.5% of Final Average Salary 

$121.94 annuity increment, 3%, begins 12/01/2019 

• REFUND $29,412.92 FOR SPOUSE CONTRIBUTIONS 

012884 MICHAEL P MESSINA, EMT CAPTAIN, ENGINE 91 

EntCFD: 07/16/1986 $8,735.33 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$262.06 annuity increment, 3%, begins 12/01/2019 

• REFUND $87.17 FOR 2006 & 2018 EID 

013920 CARLOS J MEZA, FIREFIGHTER, ENGINE 35 

EntCFD: 11/01/1989 $6,212.16 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 


beginning 11/28/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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MINIMUM FORMULA ANNUITIES: 

013000 JAMES A MILLER, EMT LIEUTENANT, TRUCK 32 

EntCFD: 07/16/1986 $7,713.87 beginning 11/16/2018 

Retired: 11/16/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

013691 KEVIN P MITCHELL, FIRE ENGINEER, ENGINE 107 

EntCFD: 11/01/1988 $6,614.92 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

• REFUND $54.34 FOR 2006 & 2018 EID 

013002 ROBERT J MOLINARI, EMT BATTALION CHIEF, BATTALION 19 

EntCFD: 07/16/1986 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• REFUND $80.52 FOR 2006 & 2018 EID 

• REFUND $59,703.76 FOR SPOUSE CONTRIBUTIONS 

015135 SAMUEL MORALES, EMT LIEUTENANT, ENGINE 9 

EntCFD: 10/01/1996 $5,655.68 beginning 11/30/2018 

Retired: 11/30/2018 based on 57.5% of Final Average Salary 

$169.67 annuity increment, 3%, begins 12/01/2019 

• REFUND $106.41 FOR 2006, 2012 & 2018 EID 

012219 EDWARD MOTTO, EMT FIRE ENGINEER, RESCUE 6-5-10 

EntCFD: 02/01/1983 $6,851.66 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$205.55 annuity increment, 3%, begins 12/01/2019 

• REFUND $109.19 FOR 2006 & 2018 EID 

013695 FRANK J MUELLER, EMT CAPTAIN, 2ND DISTRICT RELIEF 

EntCFD: 11/01/1988 $7,899.12 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$236.97 annuity increment, 3%, begins 12/01/2019 

• REFUND $116.25 FOR 2006 & 2018 EID 

013793 THOMAS MUNIZZI, FIRE ENGINEER, ENGINE 123 

EntCFD: 12/01/1988 $6,614.92 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

014111 JOHN C MURPHY, EMT FIREFIGHTER, TRUCK 13 

EntCFD: 05/01/1990 $6,330.29 beginning 11/08/2018 

Retired: 11/08/2018 based on 72.5% of Final Average Salary 

$189.91 annuity increment, 3%, begins 12/01/2019 

013926 ROBERT P MURPHY, LIEUTENANT, TRUCK 18 

EntCFD: 11/01/1989 $7,286.22 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $78.44 FOR 2006 & 2018 EID 
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MINIMUM FORMULA ANNUITIES: 

013545 KENNETH NASADOWSKI, EMT CAPTAIN, ENGINE 92 

EntCFD: 05/02/1988 $8,634.91 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

• REFUND $86.17 FOR 2006 & 2018 EID 

013141 MICHAEL L NG, EMT BATTALION CHIEF, BATTALION 13 

EntCFD: 11/01/1986 $8,965.85 beginning 11/18/2018 

Retired: 11/18/2018 based on 75% of Final Average Salary 

$268.98 annuity increment, 3%, begins 12/01/2019 

• REFUND $56,557.77 FOR SPOUSE CONTRIBUTIONS 

013300 JOHN E NICHOLS, FIRE ENGINEER, 6-5-3 

EntCFD: 02/17/1987 $6,614.92 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

• REFUND $46,848.24 FOR SPOUSE CONTRIBUTIONS 

011366 LOYAL NICHOLS, EMT BATTALION CHIEF, BATTALION 24 

EntCFD: 02/18/1980 $9,137.92 beginning 11/06/2018 

Retired: 11/06/2018 based on 75% of Final Average Salary 

$274.14 annuity increment, 3%, begins 12/01/2019 

• COLLECT $73.46 FOR 2012 EID 

• REFUND $12,508.49 FOR 2003-2011 EID 

• REFUND $69,476.77 FOR SPOUSE CONTRIBUTIONS 

013698 CHARLES T NIEGO, EMT BATTALION CHIEF, 5TH BATTALION 

EntCFD: 11/01/1988 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

013927 THOMAS C NIEGO, EMT BATTALION CHIEF, BATTALION 15 

EntCFD: 11/01/1989 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• REFUND $64.69 FOR 2006 & 2018 EID 

013699 JOSE NODAL, EMT LIEUTENANT, ENGINE 119 

EntCFD: 11/01/1988 $7,713.87 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

015061 DAVID A OWSIANIAK, EMT LIEUTENANT, TRUCK 51 

EntCFD: 06/17/1996 $5,280.89 beginning 11/12/2018 

Retired: 11/12/2018 based on 57.5% of Final Average Salary 

$158.43 annuity increment, 3%, begins 12/01/2019 

• REFUND $245.12 FOR 1998,2006,2016 & 2018 EID 
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014997 ROBERT P PANGRAZIO, EMT FIRE ENGINEER, ENGINE 73 

EntCFD: 05/16/1996 $5,147.77 beginning 11/15/2018 

Retired: 11/15/2018 based on 57.5% of Final Average Salary 

$154.43 annuity increment, 3%, begins 12/01/2019 

• REFUND $53.26 FOR 2006 & 2018 EID 

013367 LORI A PEREZ, AMBULANCE COMMANDER, AMBULANCE 73 

EntCFD: 03/03/1987 $8,155.28 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$244.66 annuity increment, 3%, begins 12/01/2019 

• REFUND $55.65 FOR 2006 & 2018 EID 

013381 ROGER PEREZ, FIRE ENGINEER, ENGINE 79 
EntCFD: 03/03/1987 $6,614.92 

Retired: 11/27/2018 

$99.22 

• REFUND $161.20 FOR 2006 & 2018 EID 

013933 JAMES P PETERS, LIEUTENANT, ENGINE 83 

EntCFD: 11/01/1989 $7,286.22 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $186.11 FOR 2006 & 2018 EID 

• REFUND $46,092.10 FOR SPOUSE CONTRIBUTIONS 

013939 ROBERT W POPP, EMT LIEUTENANT, ENGINE 8 

EntCFD: 11/01/1989 $7,713.87 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

• REFUND $164.44 FOR 2006, 2012 & 2018 EID 

013707 PHILLIP P PRESTIA, EMT CAPTAIN, 6-5-10 

EntCFD: 11/01/1988 $8,634.91 

Retired: 11/30/2018 

$259.05 

• REFUND $55.58 FOR 2006 & 2018 EID 

013462 JEFFERY E PUTMAN, FIRE ENGINEER, ENGINE 121 

EntCFD: 08/03/1987 $6,614.92 beginning 11/16/2018 

Retired: 11/16/2018 based on 75% of Final Average Salary 

$198.45 annuity increment, 3%, begins 12/01/2019 

013710 SCOTT J RASKE, FIREFIGHTER, TOWER LADDER 37 

EntCFD: 11/01/1988 $6,212.16 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 


beginning 11/30/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 


beginning 11/27/2018 
based on 75% of Final Average Salary 
annuity increment, 1.5%, begins 12/01/2026 
last one on 01/01/2045 
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014120 WILLIAM T REED, FIREFIGHTER, TOWER LADDER 10 

EntCFD: 05/01/1990 $5,363.73 beginning 11/15/2018 

Retired: 11/15/2018 based on 65% of Final Average Salary 

$160.91 annuity increment, 3%, begins 12/01/2019 

• REFUND $36,883.75 FOR SPOUSE CONTRIBUTIONS 

011692 JOSEPH S RENDA, EMT BATTALION CHIEF, BATTALION 4 

EntCFD: 02/19/1980 $9,085.39 beginning 11/19/2018 

Retired: 11/19/2018 based on 76% of Final Average Salary 

$272.56 annuity increment, 3%, begins 12/01/2019 

• REFUND $66,354.40 FOR SPOUSE CONTRIBUTIONS 

013946 MICHAEL J RENO, EMT BATTALION CHIEF, CITY WIDE RELIEF 

EntCFD: 11/01/1989 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

011395 JAMES T RICE, EMT CAPTAIN, ENGINE 117 
EntCFD: 02/18/1980 $8,750.04 

Retired: 11/30/2018 

$262.50 

• REFUND $108.99 FOR 2006, 2011 & 2018 EID 

013556 BARBARA J RIGGLE, EMT FIRE ENGINEER, ENGINE 79 

EntCFD: 05/02/1988 $6,999.94 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$210.00 annuity increment, 3%, begins 12/01/2019 

013948 ERNESTO RIVERA, LIEUTENANT, FIRE PREVENTION WEST 

EntCFD: 11/01/1989 $7,286.22 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $265.18 FOR 2004,2005,2006 & 2018 EID 

013159 MICHAEL J ROCHE, EMT CAPTAIN, ENGINE 19 
EntCFD: 11/01/1986 $8,634.91 

Retired: 11/28/2018 

$259.05 

• REFUND $131.00 FOR 2006 & 2018 EID 

014400 ANGELO RODRIGUEZ, EMT LIEUTENANT, ENGINE 43 

EntCFD: 06/01/1991 $7,077.62 beginning 11/30/2018 

Retired: 11/30/2018 based on 70% of Final Average Salary 

$212.33 annuity increment, 3%, begins 12/01/2019 

013166 JONATHAN B ROSS, CAPTAIN, RESCUE TRUCK 9 

EntCFD: 11/01/1986 $7,663.23 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$229.90 annuity increment, 3%, begins 12/01/2019 


beginning 11/28/2018 

based on 75% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 


beginning 11/30/2018 

based on 76% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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014652 MARIO G RUIZ, EMT FIREFIGHTER, ENGINE 119 

EntCFD: 07/18/1994 $5,275.22 beginning 11/25/2018 

Retired: 11/25/2018 based on 62.5% of Final Average Salary 

$158.26 annuity increment, 3%, begins 12/01/2019 

013167 KEVIN RYAN, EMT BATTALION CHIEF, BATTALION 5 

EntCFD: 11/01/1986 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

013630 PAUL T RYDING, LIEUTENANT PARAMEDIC, ENGINE 71 

EntCFD: 07/18/1988 $7,892.70 beginning 11/22/2018 

Retired: 11/22/2018 based on 75% of Final Average Salary 

$236.78 annuity increment, 3%, begins 12/01/2019 

• REFUND $153.15 FOR 2006 EID 

013561 GUS SANDOVAL, EMT LIEUTENANT, TRUCK 28 

EntCFD: 05/02/1988 $7,713.87 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

• REFUND $103.82 FOR 2006 & 2018 EID 

013562 MARTIN N SARHAGE, EMT LIEUTENANT, TOWER LADDER 14 

EntCFD: 05/02/1988 $7,713.87 beginning 11/23/2018 

Retired: 11/23/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

014879 JOHN G SAVINO, FIRE ENGINEER, ENGINE 112 

EntCFD: 10/16/1995 $5,109.43 beginning 11/30/2018 

Retired: 11/30/2018 based on 60% of Final Average Salary 

$153.28 annuity increment, 3%, begins 12/01/2019 

013470 MICHAEL SCARNAVACK, EMT CAPTAIN, ENGINE 62 

EntCFD: 08/03/1987 $8,634.91 beginning 11/20/2018 

Retired: 11/20/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

015020 JOHN M SCHEURICH, EMT BATTALION CHIEF, CITY WIDE RELIEF 
EntCFD: 05/16/1996 $6,381.57 beginning 11/28/2018 

Retired: 11/28/2018 based on 57.5% of Final Average Salary 

$191.45 annuity increment, 3%, begins 12/01/2019 

• REFUND $82.38 FOR 2006 EID 

015322 DAVID SCHLENBECKER, AMBULANCE COMMANDER, FIELD DIVISION SOUTH 
EntCFD: 09/16/1997 $5,124.86 beginning 11/05/2018 

Retired: 11/05/2018 based on 55% of Final Average Salary 

$153.75 annuity increment, 3%, begins 12/01/2019 

• COLLECT $70.21 FOR 2007 EID 

• REFUND $282.38 FOR 2003, 2005 & 2006 EID 
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MINIMUM FORMULA ANNUITIES: 


013029 MICHAEL A SCUDIERI, FIREFIGHTER, ENGINE 14 

EntCFD: 07/16/1986 $6,212.16 beginning 11/14/2018 

Retired: 11/14/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $46,457.65 FOR SPOUSE CONTRIBUTIONS 

011723 THOMAS A SENDERAK, EMT BATTALION CHIEF, BATTALION 7 

EntCFD: 02/19/1980 $9,416.63 beginning 11/26/2018 

Retired: 11/26/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• REFUND $280.20 FOR 2006 & 2011 EID 

012894 PAUL B SMITH, LIEUTENANT, TRUCK 41 

EntCFD: 07/16/1986 $7,286.22 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

013328 WILLIAM R SMITH, EMT LIEUTENANT, ENGINE 19 

EntCFD: 02/17/1987 $7,713.87 beginning 11/27/2018 

Retired: 11/27/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

013566 LEONARD A SPOSATO, EMT CAPTAIN, ENGINE 125 

EntCFD: 05/02/1988 $8,353.88 beginning 11/26/2018 

Retired: 11/26/2018 based on 75% of Final Average Salary 

$250.62 annuity increment, 3%, begins 12/01/2019 

013961 STEVEN T STACK, EMT LIEUTENANT, TRUCK 33 

EntCFD: 11/01/1989 $7,697.97 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$230.94 annuity increment, 3%, begins 12/01/2019 

• REFUND $123.59 FOR 2006 & 2018 EID 

• REFUND $44,250.67 FOR SPOUSE CONTRIBUTIONS 

013720 WARREN L STAHMER, EMT CAPTAIN, ENGINE 13 

EntCFD: 11/01/1988 $8,634.91 beginning 11/21/2018 

Retired: 11/21/2018 based on 75% of Final Average Salary 

$259.05 annuity increment, 3%, begins 12/01/2019 

013962 JOSEPH P STELNICKI, FIREFIGHTER, ENGINE 32 

EntCFD: 11/01/1989 $6,212.16 beginning 11/21/2018 

Retired: 11/21/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

015412 ANTHONY E STOLFE, EMT FIRE ENGINEER, ENGINE 97 

EntCFD: 10/01/1997 $4,873.92 beginning 11/17/2018 

Retired: 11/17/2018 based on 55% of Final Average Salary 

$146.22 annuity increment, 3%, begins 12/01/2019 
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MINIMUM FORMULA ANNUITIES: 

013965 EDWARD P STUTZ, LIEUTENANT, ENGINE 115 

EntCFD: 11/01/1989 $7,286.22 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $261.36 FOR 1998, 2006 & 2018 EID 

013567 DANIEL M SULLIVAN, EMT FIRE ENGINEER, ENGINE 55 

EntCFD: 05/02/1988 $6,935.21 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$208.06 annuity increment, 3%, begins 12/01/2019 

• REFUND $53.33 FOR 2006 & 2018 EID 

013033 PATRICK J SWEENEY, EMT BATTALION CHIEF, BATTALION 7 

EntCFD: 07/16/1986 $9,186.06 beginning 11/25/2018 

Retired: 11/25/2018 based on 75% of Final Average Salary 

$275.58 annuity increment, 3%, begins 12/01/2019 

011436 THOMAS SWEENEY, EMT BATTALION CHIEF, BATTALION 14 

EntCFD: 02/18/1980 $9,416.63 beginning 11/15/2018 

Retired: 11/15/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• COLLECT $2.80 FOR 1980 EID 

• REFUND $207.15 FOR 1990 & 2006 EID 

011131 MICHAEL J TIMOTHY, BATTALION CHIEF, BATTALION 18 

EntCFD: 02/15/1980 $9,035.63 beginning 11/26/2018 

Retired: 11/26/2018 based on 75% of Maximum Salary 

$271.07 annuity increment, 3%, begins 12/01/2019 

• REFUND $98.71 FOR 2005 & 2006 EID 

014130 ANTHONY J TOBAR, LIEUTENANT, AIR MASK 
EntCFD: 05/01/1990 $7,021.68 

Retired: 11/30/2018 

$210.65 

• REFUND $60.69 FOR 2006 & 2018 EID 

013819 MARK L TOWNSEND, EMT BATTALION CHIEF, BATTALION 24 

EntCFD: 12/01/1988 $9,416.63 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$282.50 annuity increment, 3%, begins 12/01/2019 

• REFUND $4,187.35 FOR 2006,2015, 2016 & 2017 EID 

013569 THOMAS J TRAGOS, CAPTAIN, TOWER LADDER 37 

EntCFD: 05/02/1988 $8,102.42 beginning 11/28/2018 

Retired: 11/28/2018 based on 75% of Final Average Salary 

$243.07 annuity increment, 3%, begins 12/01/2019 

• REFUND $120.43 FOR 2006 & 2018 EID 


beginning 11/30/2018 

based on 72.5% of Final Average Salary 

annuity increment, 3%, begins 12/01/2019 
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MINIMUM FORMULA ANNUITIES: 

014416 JAMES C TREVINO, EMT FIRE ENGINEER, ENGINE 69 

EntCFD: 10/01/1991 $6,452.92 beginning 11/25/2018 

Retired: 11/25/2018 based on 70% of Final Average Salary 

$193.59 annuity increment, 3%, begins 12/01/2019 

012849 JAMES TRINIDAD, CAPTAIN PARAMEDIC, ENGINE 121 

EntCFD: 02/16/1985 $8,834.74 beginning 11/21/2018 

Retired: 11/21/2018 based on 75% of Final Average Salary 

$265.04 annuity increment, 3%, begins 12/01/2019 

• REFUND $115.83 FOR 1997, 2004 & 2006 EID 

013969 MICHAEL E VANARKEL, FIREFIGHTER, HOOK & LADDER 50 

EntCFD: 11/01/1989 $6,212.16 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

013339 GUY H VANSWEARINGEN, EMT LIEUTENANT, TRUCK 36 

EntCFD: 02/17/1987 $7,713.87 beginning 11/15/2018 

Retired: 11/15/2018 based on 75% of Final Average Salary 

$231.42 annuity increment, 3%, begins 12/01/2019 

• COLLECT $473.64 FOR 2004 & 2018 

• REFUND $37.74 FOR 2006 EID 

011137 ANTHONY P VASCUEZ, EMT BATTALION CHIEF, HEADQUARTERS 
EntCFD: 02/15/1980 $9,398.81 beginning 11/30/2018 

Retired: 11/30/2018 based on 75% of Final Average Salary 

$281.96 annuity increment, 3%, begins 12/01/2019 

• REFUND $48,658.53 FOR 2004-2018 EID 

013486 MARK D WENDT, FIREFIGHTER, TRUCK 16 

EntCFD: 08/03/1987 $6,212.16 beginning 11/14/2018 

Retired: 11/14/2018 based on 75% of Final Average Salary 

$186.36 annuity increment, 3%, begins 12/01/2019 

• REFUND $44,928.29 FOR SPOUSE CONTRIBUTIONS 

014420 CHRISTOPHER WHITESIDE, EMT FIRE ENGINEER, ENGINE 7 

EntCFD: 10/01/1991 $6,452.92 beginning 11/30/2018 

Retired: 11/30/2018 based on 70% of Final Average Salary 

$193.59 annuity increment, 3%, begins 12/01/2019 

• REFUND $64.54 FOR 2006 & 2018 EID 

013346 DERICK T WILLIAMS, LIEUTENANT, ARIEL TOWER 1 

EntCFD: 02/17/1987 $7,286.22 beginning 11/29/2018 

Retired: 11/29/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

• COLLECT $27.35 FOR 1992 EID 

• REFUND $77.43 FOR 2006 & 2018 EID 

• REFUND $48,775.14 FOR SPOUSE CONTRIBUTIONS 
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MINIMUM FORMULA ANNUITIES: 


013978 BOBBY WILLIAMS JR, LIEUTENANT, 5TH DISTRICT RELIEF 

EntCFD: 11/01/1989 $7,286.22 beginning 11/22/2018 

Retired: 11/22/2018 based on 75% of Final Average Salary 

$218.59 annuity increment, 3%, begins 12/01/2019 

014329 PETER M WOOD, EMT FIREFIGHTER, ENGINE 79 

EntCFD: 03/01/1991 $6,118.78 beginning 11/30/2018 

Retired: 11/30/2018 based on 70% of Final Average Salary 

$183.56 annuity increment, 3%, begins 12/01/2019 
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WIDOW'S ANNUITIES: 


909761 MONIKA BAUER, widow of GERALD L BAUER, Retired since 11/30/2004. 

EntCFD: 04/16/1970 $3,205.59 beginning 11/01/2018 

Deceased: 10/31/2018 


909978 SANDRA M CATUARA, widow of JAMES W CATUARA, Retired since 11/18/1999. 
EntCFD: 06/16/1971 $2,527.36 beginning 11/09/2018 

Deceased: 11 /08/2018 


909983 JUDITH A CUNNINGHAM, widow of GERALD M CUNNINGHAM, Retired since 11/09/2005. 
EntCFD: 06/16/1971 $3,467.61 beginning 10/29/2018 

Deceased: 10/28/2018 


907920 MARY MUNSON, widow of RICHARD W MUNSON, Retired since 07/26/1991. 

EntCFD: 04/16/1959 $2,659.56 beginning 11/01/2018 

Deceased: 10/31/2018 


907486 HYACINTH SYCHOWSKI, widow of EDWARD P SYCHOWSKI, Retired since 04/18/1986. 
EntCFD: 03/16/1956 $2,214.42 beginning 10/14/2018 

Deceased: 10/13/2018 





12/20/2018 


Page 23 

Firemen r s Annuity & Benefit Fund of Chicago 
Summary of Regular Meeting dated 12/19/2018 


REFUNDS: 


018120 THOMAS J POREDA, EMT FIREFIGHTER, TRUCK 58 

EntCFD: 11/18/2013 $36,230.47 Refund of Contributions 

DISCHARGED 10/31/2018 

015260 RICHARD T MARTINEZ, FIREFIGHTER, ENGINE 129 

EntCFD: 03/04/1997 $136,267.86 Refund of Unpaid Contributions in Account of Deceased FF 

$74,825.66 to ESTATE OF RICHARD T MARTINEZ, KIM 
MARTINEZ, INDEPENDENT ADMINISTRATOR 
$61,442.20 to KIM A MARTINEZ, OILDRO 
$61,442.20 to KIM MARTINEZ, OILDRO Portion 

Deceased: 10/08/2015 

• REFUND $186.00 FOR 2006 & 2015 EID 
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DEATH BENEFITS: 


009761 GERALD L BAUER, FIREFIGHTER, TRUCK 41, Retired since 11/30/2004. 

EntCFD: 04/16/1970 $ 6 , 000.00 to MONIKA BAUER, WIFE 

Deceased: 10/30/2018 


009978 JAMES W CATUARA, FIREFIGHTER, REPAIR SHOPS, Retired since 11/18/1999. 

EntCFD: 06/16/1971 $ 6 , 000.00 to SANDRA CATUARA, WIFE 

Deceased: 11/07/2018 


009983 GERALD M CUNNINGHAM, FIRE ENGINEER, ENGINE 32, Retired since 11/09/2005. 

EntCFD: 06/16/1971 $ 6 , 000.00 to JUDITH A CUNNINGHAM, WIFE 

Deceased: 10/27/2018 


015260 RICHARD T MARTINEZ, FIREFIGHTER, ENGINE 129 

Ent CFD: 03/04/1997 $ 12 , 000.00 $2,196.43 to RYAN MARTINEZ, SON 

$2,196.43 to MIRANDA MARTINEZ, DAUGHTER 
$2,196.43 to ALEX MARTINEZ, SON 
$5,410.71 to KIM MARTINEZ, CILDRO 

Deceased: 10/07/2015 


007920 RICHARD W MUNSON, LIEUTENANT, TRUCK 50, Retired since 07/26/1991. 

EntCFD: 04/16/1959 $ 6 , 000.00 to MARY MUNSON, WIFE 

Deceased: 10/30/2018 


015439 LORI A TIMOTHY, PARAMEDIC FIELD CHIEF, 4-5-4 

EntCFD: 01/20/1998 $ 10 , 000.00 to MICHAEL J TIMOTHY, HUSBAND 

Deceased: 11/28/2018 
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HEARINGS: 

THE FOLLOWING APPLICATION FOR OCCUPATIONAL DISEASE DISABILITY WAS GRANTED: 

015758 GRANT A RAYMOND, LIEUTENANT, DISTRICT 4 RELIEF 

EntCFD: 12/01/1999 $6,033.63 beginning 11/16/2018 

The vote was: 

YEAS: FORTUNA, KEANE, MARTIN, MCPHILLIPS, NANCE-HOLT, OSULLIVAN 

THE FOLLOWING APPLICATION FOR DUTY DISABILITY WAS DENIED: 

013310 ROBERT T PETREY, FIRE ENGINEER, ENGINE 23 
EntCFD: 02/17/1987 

On the Motion to Deny the vote was: 

YEAS: FORTUNA, KEANE, NANCE-HOLT, OSULLIVAN, VALENCIA 
NAYS: MARTIN, MCPHILLIPS 

THE FOLLOWING APPLICATION FOR DUTY DISABILITY WAS GRANTED: 


013571 AVISHAI BENTZEDEK, EMT FIREFIGHTER, TRUCK 61 

EntCFD: 05/17/2000 $6,192.75 beginning 10/21/2018 

The vote was: 

YEAS: FORTUNA, KEANE, MARTIN, MCPHILLIPS, NANCE-HOLT, OSULLIVAN, VALENCIA 
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The following annuitants have passed away since the last regular meeting of the Board: 


JAMES W CATUARA 

Annuity 

Died 11/08/2018 

PAMELA D DORBAND 

Widow's Annuity 

Died 11/04/2018 

SOPHIE G NOACK 

Widow's Annuity 

Died 11/10/2018 

SOPHIE G NOACK 

Comp Widow's Annuity 

Died 11/10/2018 

CHERIE C LORENZEN 

Widow's Annuity 

Died 11/16/2018 

JEAN A MILLER 

Widow's Annuity 

Died 10/28/2018 

JON W GRECO 

Annuity 

Died 11/26/2018 

MAUREEN SMITH 

Widow's Annuity 

Died 11/18/2018 

JAMES M GEARY 

Annuity 

Died 12/02/2018 

THOMAS L LUCZAK 

Annuity 

Died 11/30/2018 

LORETTA KODATT 

Widow's Annuity 

Died 12/01/2018 

VIOLET MZIINO 

Widow's Annuity 

Died 11/08/2018 

MARTHA L BERG 

Widow's Annuity 

Died 12/04/2018 
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ANNUITIES GRANTED 

Resigned From: 

Active Duty 
Duty Disability 

Occupational Disease Disability 
Ordinary Disability 


nth: 
162 
0 
0 
1 


Year to Date: 
239 
29 
9 
2 


Total Minimum Formula Annuities Granted 163 279 

Total Earned Annuities Granted 0 0 

Total Annuities Granted 163 279 


DISABILITIES GRANTED 

Type: 

Duty Disability 

Occupational Disease Disability 
Ordinary Disability 


Month: 

1 

1 

0 


Year to Date: 
10 
15 
2 


Total Disabilities Granted 2 27 

Total Disabilities Denied 0 3 


WIDOW'S ANNUITIES GRANTED 

Type: 

Regular Widow's Annuity 
Compensation Widow's Annuity 

Total Widow's Annuities Granted 


Month: Year to Date: 

5 71 

0 0 

5 71 


CHILD'S ANNUITIES GRANTED 

Type: 

Full Child's Annuity 

Child of Duty Death Annuity 

Child of Ordinary Death Annuity 


Month: 

0 

0 

0 


Year to Date: 
1 
2 
4 


Total Children Annuities Granted 


0 


7 




ENDE, MENZER, WALSH & QUINN 
RETIREES', WIDOWS', AND CHILDREN'S ASSISTANCE FUND 
DONATIONS RECEIVED NOVEMBER 2018 


PEPSICO 

$ 

8.00 

W. James Ganson 

$ 

20.00 

John A Malone 

$ 

20.00 

MaryRose McNamee 

$ 

20.00 

Ronald and Noreen Bickel 

$ 

25.00 

Louis and Carol Magurno 

$ 

25.00 

Gerald and Mary Steinmetz 

$ 

25.00 

Jennifer Frew 

$ 

25.00 

Ryan and Mara Feeney 

$ 

25.00 

Jean Garcia 

$ 

25.00 

Chicago Fellowship of Christian Firefighters 

$ 

30.00 

John M Piltaver 

$ 

40.00 

Marilyn Harrington 

$ 

40.00 

David and Susan Ainsworth 

$ 

50.00 

Jayne Frew 

$ 

50.00 

Daniel and Karen Gustafson 

$ 

50.00 

Julius and Marlene Passarelli 

$ 

50.00 

Susan Bodnar Jams 

$ 

50.00 

James and Lorraine Peppmuller 

$ 

50.00 

Telford Jackson 

$ 

50.00 

Peter Carey 

$ 

50.00 

Kathleen McNally 

$ 

50.00 

Susie Love and Linda Lewis 

$ 

75.00 

Archie and Linda Hafer 

$ 

100.00 

Richard Morton 

$ 

100.00 

Daniel Waters 

$ 

300.00 

Jose J Moreno 

$ 

O 

o 

o 

o 

!_n 

t— i 

Active Member Contributions 

$ 4,411.33 

Retired Member Contributions 

$ 8,824.50 

Total for November 2018 

$ 16,088.83 


Anthony Martin, EMWQ President, would also like to thank all Active, Retired, Disabled 
and Widowed members that who support the neediest Retirees", Widow's & Children 
on a monthly basis through payroll deductions 




